To:  [BOYD  COMPANYJGregory  Sparks[g-sparks@jtboyd.com] 

Cc:  R8EISC[R8EISC@epa.gov] 

From:  Brogden,  Rose 

Sent:  Tue  8/11/2015  2:37:28  PM 

Subject:  Re:  Contact 

EPA  is  committed  to  working  closely  with  response  agencies  and  state  and  local  officials  to 
ensure  the  safety  of  citizens,  respond  to  concerns  and  to  evaluate  impact  to  water  contaminated 
by  the  Gold  King  Mine  Release.  EPA  is  sharing  information  as  quickly  as  possible  with  the 
public  as  experts  work  to  evaluate  any  effects  the  spill  may  have  on  drinking  water,  public 
health,  agriculture,  fish  and  wildlife. 

Please  see  our  website  for  the  latest  information:  http://www2.epa.gov/region8/gold-king-mine- 
release-emergencv-response 

Regular  updates  will  be  posted  as  they  are  available. 


From:  [BOYD  COMPANYJGregory  Sparks  <g-sparks@jtboyd.com> 
Sent:  Tuesday,  August  11,  2015  3:35  AM 
To:  R8EISC 

Cc:  [BOYD  COMPANYJJohn  T.  Boyd  II 
Subject:  Contact 


Dear  Administrator  McGrath, 


I believe  the  BOYD  group  could  be  of  significant  help  to  EPA  Region  8 (and  perhaps 
other  regions  with  a significant  legacy  of  historic  mines)  in  providing  specific  technical 
advice  to  avoid  a repeat  of  the  “Gold  King”  blow-out  debacle.  While  we  are  global 
technical  consultants  (see  attached),  we  are  a highly  focused  group  of  very  senior 
engineers,  geologists,  and  environmental  scientists  with,  in  each  instance,  decades  of 
hands-on  operating  experience.  Indeed,  having  personally  managed  the  Sunnyside 
mine  for  many  years,  and  being  intimately  familiar  with  the  hydrologic  regime,  as  well  as 
the  critical  elements  of  practical  mining  engineering,  I believe  that  the  BOYD  group 
could  be  a useful  addition  to  the  Region  8 team  to  complement  its  skills  and  to  avoid 
situations  such  as  the  Gold  King  incident. 
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While  I expect  that  you  are  exceedingly  busy  at  this  moment  with  both  routine  and 
pressing  matters,  I would  welcome  the  opportunity  to  meet  with  you  personally  to 
discuss  our  credentials  further.  We,  of  course,  recognize  the  requirements  under  OAM, 
but  believe  we  are  exceptionally  well  qualified  because  of  both  my  personal  familiarity 
with  the  issues,  and  our  team  of  very  senior  specialists.  Accordingly,  would  it  be 
possible  to  arrange  a meeting?  Please  advise. 


Best, 

GBS 


Gregory  B.  Sparks,  p.Eng.,o.p. 

Managing  Director  - Metals 

John  T.  Boyd  Company 

Dominion  Piaza,  Suite  71  OS 

600  17th  St 

Denver,  CO  80202-5404 


Office:  1 (303)  293-8988 

Mobile:  1 (970)  749-5583 
Skype:  gregsparkspe 
e-mail:  g-sparks@itboyd.com 

www.itbovd.com 


Before  printing  think  about  the  Environment 
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